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SECOM CALENDAR 


STAT 


January 1984 


9 

UDIS 

10:00 

7D64 Hqs 

11 

SECOM 

10:00 

Pentagon 

16-20 

Physical Security 

Seminar 

All Week 


17 

Computer Security 

09:30 


19 

TSCS 

10:00 


25 

PSWG 

10:00 

7D32 


February 

1984 


2 

Security Awareness 

10:00 

7E32 

8 

SECOM 

10:00 

7D32 
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